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CONFIDENTIAL POSS DUPE 
PAGE 01 OECD P 06442 151727 Z 
72 

ACTION EB 11 

INFO OCT-01 CIAE-00 COME-OO DODE-OO INR-09 NSAE-00 RSC-01 

TRSE-00 EUR-25 AEC-11 ADP-00 RSR-01 /059 W 

063321 

R 151615 Z MAR 73 
FM USMISSION OECD PARIS 
TO SECSTATE WASHDC 9052 

CONFIDENTIAL OECD PARIS 6442 

EXCON 

E. O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, PL, FR, GW 
SUBJECT: UK AIR SEPARATION PLANT TO POLAND 

REF: A. COCOM DOC (71) 114, 237 & 765 B. STATE 6446 

C. OECD PARIS 3024 D. COCOM DOC (73) 493 ( POUCHED) 

REF D REPORTS UKDEL' S STATEMENT THAT UK EXPORT 
LICENSES ISSUED AND SHIPMENTS ARE TO START WITHIN NEXT 
TWO MONTHS. 

BROWN 
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